Career Fire Departments 


FDID # 

Fire Agency Name 

Dept Type 

Size of Jurisdiction 

Total Stations 

00120 

Buckley AFB & Emergency Services 

Career 

5 Sq. miles 

2 

00150 

Rocky Mountain Arsenal Fire Department 

Career 

19 Sq. Miles 

1 

00175 

Thornton Fire Department 

Career 

27 Sq. Miles 

5 

00180 

North Metro Fire Rescue District 

Career 

115 Sq. Miles 

7 

00190 

Westminster Fire Department 

Career 

33.2 Sq. Miles 

6 

00195 

Suncor Energy USA Fire Department 

Career 

1 Sq. Miles 

1 

00505 

Aurora Fire Department 

Career 

153 Sq. Miles 

15 

00520 

South Metro Fire Rescue Authority 

Career 

176 Sq. Miles 

17 

00530 

Skyline Fire Protection District 

Career 

1 Sq. Mile 

1 

00535 

Cunningham Fire Protection District 

Career 

15 Sq. Miles 

3 

00545 

Englewood Fire Department 

Career 

6.9 Sq. Miles 

3 

00560 

Littleton Fire Rescue 

Career 

100 Sq. Miles 

8 

00595 

Antarctica Fire Department (McMurdo station) 

Career 

5 Sq. Miles 

2 

01315 

Boulder Fire Rescue 

Career 

27 Sq. Miles 

7 

01360 

Longmont Fire Department 

Career 

22.5 Sq. Miles 

6 

01601 

Denver Fire Department 

Career 

330 Sq. Miles 

35 

01915 

Eisenhower Tunnel-CDOT 

Career 

.063 Sq. Miles 

1 

03550 

South Metro Fire Rescue Authority 

Career 

176 Sq. Miles 

17 

03750 

Eagle County Airport Fire Department 

Career 

5 Sq. Miles 

1 

04118 

Colorado Springs Fire Department 

Career 

186 Miles 

20 

04137 

Broadmoor Fire Protection District 

Career 

9 Sq. Miles 

1 

04139 

Schriever Air Force Base Fire Department 

Career 

6.5 sq. miles 

1 

04145 

Fort Carson Fire Department 

Career 

650 Sq. Miles 

4 

04157 

Cheyenne Mountain (NORAD) Fire & Emergency Svc 

Career 

5 Sq. Miles 

2 

04166 

Peterson Air Force Base Fire Dept. 

Career 

1,277 Sq. Miles 

2 

04193 

U.S. Air Force Academy Fire Department 

Career 

25 Sq. Miles 

3 

04515 

Hanging Lake Tunnel Fire Department 

Career 

18 Sq. Miles 

1 

04705 

Black Hawk Fire Department 

Career 

2 Sq. Miles 

1 

05909 

West Metro Fire Rescue 

Career 

110 Sq. Miles 

15 

05972 

Lockheed Martin Fire Dept 

Career 

3.5 Sq. Miles 

2 

06725 

Durango La Plata County Airport Fire Department 

Career 

2 Sq. Miles 

1 

07160 

Trinidad Fire Department 

Career 

11 Sq. Miles 

2 

07735 

Grand Junction Fire Department 

Career 

77 Sq. Miles 

5 

08120 

Dinosaur National Monument (NPS) 

Career 

270 Sq. Miles 

1 

08335 

Mesa Verde National Park 

Career 

96 Sq. Miles 

3 

08510 

Montrose Airport Fire Department 

Career 

Airport 

1 

09735 

Snowmass-Wildcat Fire Protection Dist. 

Career 

21 Sq. Miles 

1 

09750 

Pitkin County Airport Fire Rescue 

Career 

4 Sq. Miles 

1 

10140 

Pueblo Depot Chemical Fire Dept. 

Career 

20 Sq. Miles 

2 

10145 

Pueblo Fire Department 

Career 

44 Sq. Miles 

10 

10150 

Pueblo Rural Fire District 

Career 

150 Sq. Miles 

3 

10158 

Evraz North America Steel Mills Plant Protection 

Career 

30 miles long 

1 

10755 

Yampa Valley Regional Airport 

Career 

3 Sq. Miles 

1 

11725 

Lake Dillon Fire Protection District 

Career 

200 Sq. Miles 

4 

11905 

Cripple Creek Emergency Services 

Career 

54 Sq. Miles 

1 

12333 

Greeley Fire Department 

Career 

65 Sq. Miles 

6 
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Volunteer Fire Departments 


FDID # 

Fire Agency Name 

Dept Type 

Size of Jurisdiction 

Stations 

00305 

Alamosa Fire Department 

Volunteer 

300 Sq. Miles 

2 

00310 

Alamosa County Fire Protection District 

Volunteer 

780 Sq. Miles 

4 

00335 

Mosca-Hooper Fire Department 

Volunteer 

350 Sq. Miles 

2 

00515 

Byers Volunteer Fire Department 

Volunteer 

640 Sq. Miles 

2 

00540 

Deer Trail Fire Protection District 

Volunteer 

350 sq. miles 

1 

00910 

Campo Fire Department 

Volunteer 

400 sq. miles 

1 

00925 

Pritchett Fire Department 

Volunteer 

1 Sq. Miles 

1 

00930 

Springfield Fire Department 

Volunteer 

2,700 Sq. Miles 

1 

00935 

Two Buttes Fire Protection District 

Volunteer 

326 Sq. Miles 

1 

00945 

Walsh Fire Department 

Volunteer 

900 Sq. Miles 

1 

01120 

Hasty-McClave Fire Department & Ambulance Service 

Volunteer 

780 Sq. Miles 

2 

01130 

Las Animas-Bent County Fire Department 

Volunteer 

150 Sq. Miles 

1 

01303 

Allenspark Fire Protection District 

Volunteer 

155 Sq. Miles 

4 

01336 

Four Mile Fire Department 

Volunteer 

29 Sq. Miles 

4 

01339 

Gold Hill Fire Protection District 

Volunteer 

12 Sq. Miles 

1 

01342 

Hygiene Fire Protection District 

Volunteer 

45 Sq. Miles 

1 

01345 

Indian Peaks Fire Protection District 

Volunteer 

117 Sq. Miles 

2 

01351 

Jamestown Volunteer Fire Department 

Volunteer 

1 Sq. Miles 

1 

01381 

Sugar Loaf Fire Protection District 

Volunteer 

17 Sq. Miles 

3 

01384 

Sunshine Fire Protection District 

Volunteer 

4 Sq. Miles 

2 

01505 

Buena Vista Fire Department 

Volunteer 

9 Sq. Miles 

1 

01710 

#1 Fire Protection District (Cheyenne County] 

Volunteer 

900 Sq. Miles 

1 

01730 

West Cheyenne Fire Protection District (Kit Carson VFD] 

Volunteer 

999 Sq. Miles 

1 

02110 

Capulin Fire Department (Northwest Conejos County FPD] 

Volunteer 

50 Sq. Miles 

1 

02115 

Carmel Fire Department (Northwest Conejos County FPD] 

Volunteer 

120 Sq. Miles 

1 

02120 

Central Conejos County Fire Protection District 

Volunteer 

5 Sq. Miles 

1 

02150 

Northeast Conejos County Fire Protection District 

Volunteer 

8.3 Sq. Miles 

1 

02155 

La Jara Fire Department (Northwest Conejos County FPD] 

Volunteer 

150 Sq. Miles 

1 

02160 

Romeo Fire Department (Northwest Conejos County FPD] 

Volunteer 

30 Sq. Miles 

1 

02170 

South Conejos County Fire Protection District 

Volunteer 

240 Sq. Miles 

2 

02305 

Blanca Volunteer Fire Department 

Volunteer 

2 Sq. Miles 

1 

02310 

Costilla County Fire Protection District 

Volunteer 

1,200 Sq. Miles 

4 

02510 

Crowley Volunteer Fire Department 

Volunteer 

16 Sq. Miles 

1 

02525 

Olney Springs Volunteer Fire Department 

Volunteer 

300 Sq. Miles 

1 

02530 

Ordway Volunteer Fire Department 

Volunteer 

960 Sq. Miles 

4 

02535 

Sugar City Volunteer Fire Department 

Volunteer 

39 Sq. Miles 

1 
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Volunteer Fire Departments 


FDID # 

Fire Agency Name 

Dept Type 

Size of Jurisdiction 

Stations 

02725 

Wet Mountain Fire Protection District 

Volunteer 

624 Sq. Miles 

5 

02730 

Wetmore Volunteer Fire Department 

Volunteer 

110 Sq. Miles 

1 

02905 

Cedaredge Fire Department (Delta County FPD #3] 

Volunteer 

300 Sq. Miles 

2 

02910 

Crawford Fire Department (Delta County FPD #5] 

Volunteer 

165 Sq. Miles 

1 

02920 

Delta County Fire Protection District #1 

Volunteer 

236 Sq. Miles 

1 

02935 

Delta County FPD #4 (Hotchkiss Fire Division] 

Volunteer 

115 Sq. Miles 

2 

02940 

Paonia Fire Department (Delta County FPD #2] 

Volunteer 

125 Sq. Miles 

1 

03315 

Dove Creek Fire Department 

Volunteer 

259 Sq. Miles 

2 

03325 

Rico Fire Protection District 

Volunteer 

200 Sq. Miles 

1 

03707 

Rock Creek Volunteer Fire Department 

Volunteer 

257 Sq. Miles 

1 

03905 

Agate Volunteer Fire Department 

Volunteer 

377 SQ Miles 

1 

03915 

North Central Fire Protection District 

Volunteer 

75 Sq. Miles 

1 

03925 

Elbert Fire Protection District 

Volunteer 

180 Sq. Miles 

1 

04109 

Calhan Fire Protection District 

Volunteer 

250 Sq. Miles 

1 

04112 

Cascade Volunteer Fire Department 

Volunteer 

6 Sq. Miles 

2 

04120 

Crystal Park Volunteer Fire Department 

Volunteer 

3.125 Sq. Miles 

1 

04125 

Southwest Highway 115 Fire Protection District 

Volunteer 

30 Sq. Miles 

2 

04130 

Edison Volunteer Fire Department 

Volunteer 

356 Sq. Miles 

1 

04154 

Hanover Fire Department 

Volunteer 

300 Sq. Miles 

1 

04163 

Palmer Lake Volunteer Fire Department 

Volunteer 

6 Sq. Miles 

1 

04169 

Peyton Fire Protection District 

Volunteer 

110 Sq. Miles 

1 

04181 

Tri-County Volunteer Fire Department 

Volunteer 

417 Sq. Miles 

1 

04310 

Howard Fire Department 

Volunteer 

25 Sq. Miles 

2 

04315 

Western Fremont Fire Protection Dist. 

Volunteer 

14 Sq. Miles 

1 

04320 

Cotopaxi Fire Rescue (Deer Mountain FPD] 

Volunteer 

6 Sq. Miles 

2 

04330 

Florence Volunteer Fire Department 

Volunteer 

248 Sq. Miles 

3 

04340 

Coal Creek Volunteer Fire Department (Florence FPD] 

Volunteer 


1 

04355 

Rockvale Volunteer Fire Department (Florence FPD] 

Volunteer 

3 Sq. Miles 

1 

04360 

Deer Mountain FD #1 (Deer Mtn FPD] 

Volunteer 

135 Sq. Miles 

3 

04365 

Tallahassee Rural Fire Protection Association 

Volunteer 

325 sq. miles 

5 

04375 

Indian Springs Volunteer Fire Department 

Volunteer 

108 Sq. Miles 

1 

04915 

Grand Fire Protection District #1 

Volunteer 

150 Sq. Miles 

1 

04930 

Hot Sulphur Springs-Parshall Fire Protection District 

Volunteer 

50 Sq. Miles 

2 

05105 

Crested Butte Fire Protection District 

Volunteer 

220 Sq. Miles 

4 

05120 

Gunnison Fire Department 

Volunteer 

2,700 Sq. Miles 

1 

05130 

Pitkin Volunteer Fire Department 

Volunteer 

81 Sq. Miles 

1 

05140 

Arrowhead Volunteer Fire Department (Arrowhead FPD] 

Volunteer 

20 Sq. Miles 

1 

05145 

Ohio City Fire Department 

Volunteer 

30 Sq. Miles 

1 

05155 

Sargents Fire Department 

Volunteer 

100 Sq. Miles 

1 

05315 

Lake City Volunteer Fire Department 

Volunteer 

79 Sq. Miles 

1 

05520 

Huerfano County Fire Protection District 

Volunteer 

820 Sq. Miles 

2 

05540 

Upper Huerfano Fire Protection District 

Volunteer 

360 Sq. Miles 

2 

05730 

North Park Fire Rescue 

Volunteer 

1,628 Sq Miles 

4 


Page 3 



Volunteer Fire Departments 


FDID # 

Fire Agency Name 

Dept Type 

Size of Jurisdiction 

Stations 

05912 

Coal Creek Canyon Fire Protection District 

Volunteer 

50 Sq. Miles 

4 

05951 

Inter-Canyon Fire/Rescue 

Volunteer 

55 Sq. Miles 

5 

05963 

Lakeside Fire Department 

Volunteer 

2 Sq. Miles 

1 

06110 

Eads Volunteer Fire Department 

Volunteer 

2 Sq. Miles 

1 

06115 

Haswell Fire Department 

Volunteer 

432 Sq. Miles 

1 

06135 

Towner Volunteer Fire Department 

Volunteer 

1 Sq. Miles 

1 

06305 

Burlington Fire Protection District 

Volunteer 

921 Sq. Miles 

1 

06310 

Flagler Rural Fire Protection District 

Volunteer 

432 Sq. Miles 

1 

06330 

Stratton Fire Department 

Volunteer 

432 Sq. Miles 

1 

06335 

Vona Fire Protection District 

Volunteer 

436 Sq. Miles 

1 

06910 

Volunteer Fire Department of Big Elk 

Volunteer 

20 Sq. Miles 

1 

06915 

Big Thompson Canyon VFD [BTCVFD] 

Volunteer 

53 Sq. Miles 

3 

06920 

Crystal Lakes Volunteer Fire Department 

Volunteer 

10 Sq. Miles 

1 

06930 

Glacier View Fire Protection District 

Volunteer 

56 Sq. Miles 

2 

06935 

Glen Haven Area Volunteer Fire Department 

Volunteer 

34 Sq. Miles 

2 

06940 

Poudre Canyon Fire Protection District 

Volunteer 

99 Sq. Miles 

4 

06955 

Pinewood Springs Fire Protection District 

Volunteer 

10 Sq. Miles 

1 

06970 

Rist Canyon Volunteer Fire Department 

Volunteer 

120 Sq. Miles 

3 

06975 

Red Feather Lakes Volunteer Fire Department 

Volunteer 

9 Sq. Miles 

1 

06990 

Livermore Fire Protection District 

Volunteer 

310 Sq. Miles 

2 

07110 

Boncarbo Fire Department 

Volunteer 

620 Sq. Miles 

1 

07115 

Branson Fire Department 

Volunteer 

1,600 Sq. Miles 

1 

07117 

Cokedale Volunteer Fire Department 

Volunteer 

1 Sq. Miles 

1 

07125 

Fisher's Peak Fire Protection District 

Volunteer 

73 Sq. Miles 

3 

07130 

Hoehne Fire Protection District 

Volunteer 

900 Sq. Miles 

2 

07135 

Kim Area Volunteer Fire Department 

Volunteer 

2,000 Sq. Miles 

1 

07150 

Spanish Peaks/Boncarbo Fire Protection District 

Volunteer 

610 Sq Miles 

4 

07155 

Stonewall Fire Protection District 

Volunteer 

547 Sq. Miles 

6 

07310 

Genoa Rural Fire Department 

Volunteer 

250 Sq. Miles 

1 

07315 

Hugo Volunteer Fire Department 

Volunteer 

1260 Sq. Miles 

1 

07320 

Limon Area Fire Protection District 

Volunteer 

407 Sq. Miles 

1 

07330 

Northeast Lincoln County FPD (Arriba FD] 

Volunteer 

335 Sq. Miles 

1 

07335 

Karval Fire Protection District 

Volunteer 

1024 Sq. Miles 

1 

07515 

Fleming Fire Department 

Volunteer 

300 Sq. Miles 

1 

07522 

Merino Fire Department 

Volunteer 

1200 Sq. Miles 

1 

07525 

Peetz Volunteer Fire Department 

Volunteer 

500 Sq. Miles 

1 

07535 

Willard Volunteer Fire Department Incorporated 

Volunteer 

120 Sq. Miles 

1 

07705 

Central Orchard Mesa Volunteer Fire Department 

Volunteer 

8.14 Sq. Miles 

1 

07725 

East Orchard Mesa Fire Protection District 

Volunteer 

4.36 Sq. Miles 

1 

07730 

Gateway-Unaweep Fire Department 

Volunteer 

900 Sq. Miles 

1 

07760 

Glade Park Volunteer Fire Department 

Volunteer 

525 Sq. Miles 

1 

07765 

Lands End Fire Protection District 

Volunteer 

195.47 Sq. Miles 

1 

07905 

Mineral County Fire Protection District 

Volunteer 

883 Sq. Miles 

1 

08105 

Artesia Volunteer Fire Protection District 

Volunteer 

73.5 Sq. Miles 

1 

08110 

Craig Fire/Rescue 

Volunteer 

180 Sq. Miles 

1 


Page 4 



Volunteer Fire Departments 


FDID # 

Fire Agency Name 

Dept Type 

Size of Jurisdiction 

Stations 

08135 

Maybell Volunteer Fire Department 

Volunteer 

2,700 Sq. Miles 

1 

08320 

Dolores Fire Protection District 

Volunteer 

1,500 Sq. Miles 

3 

08325 

Lewis-Arriola Fire Protection District 

Volunteer 

275 Sq. Miles 

4 

08330 

Mancos Fire Protection District 

Volunteer 

45 Sq. Miles 

3 

08345 

Pleasant View Fire Protection District 

Volunteer 

354 Sq. Miles 

2 

08535 

Olathe Fire Protection District 

Volunteer 

100 Sq. Miles 

2 

08540 

Paradox Volunteer Fire Department 

Volunteer 

44 Sq. Miles 

1 

08705 

Brush Fire Department 

Volunteer 

210 Sq. Miles 

1 

08715 

Fort Morgan Volunteer Fire Department 

Volunteer 

164 Sq. Miles 

1 

08720 

Hillrose-Snyder Fire Department 

Volunteer 

225 Sq. Miles 

2 

08745 

Wiggins Fire Protection District 

Volunteer 

426 Sq. Miles 

3 

08905 

Cheraw Volunteer Fire Department 

Volunteer 

114.7 acres 

1 

08915 

Fowler Rural Fire Protection District 

Volunteer 

527 Sq. Miles 

1 

08925 

Manzanola Rural Fire Protection District 

Volunteer 

42 Sq. Miles 

1 

09110 

Horsefly Volunteer Fire Protection 

Volunteer 

1600 Sq. Miles 

1 

09125 

Ouray Volunteer Fire Department 

Volunteer 

56 Sq. Miles 

1 

09130 

Ridgway Volunteer Fire Department 

Volunteer 

74 Sq. Miles 

2 

09505 

Amherst Volunteer Fire Department (Holyoke FPD] 

Volunteer 

300 Sq. Miles 

1 

09520 

Haxtun Fire Department 

Volunteer 

402.5 Sq Miles 

1 

09525 

Holyoke Volunteer Fire Department (Holyoke FPD] 

Volunteer 

440 Sq. Miles 

1 

09535 

Sand Hills Fire Department (Yuma Cty & Holyoke FPD] 

Volunteer 

10 sq. miles 

1 

09910 

Bristol Volunteer Fire Department 

Volunteer 

10 Sq. Miles 

1 

09915 

Granada Volunteer Fire Department 

Volunteer 

1 Sq. Mile 

1 

09920 

Hartman Fire Department 

Volunteer 

5 Sq. Miles 

1 

09925 

Holly Volunteer Fire & Ambulance District 

Volunteer 

900 Sq. Miles 

1 

09935 

Wiley Fire Department/Wiley Rural Fire Protection District 

Volunteer 

90 Sq. Miles 

1 

10105 

Beulah Fire Prevention & Ambulance District 

Volunteer 

111 Sq. Miles 

1 

10110 

Boone Volunteer Fire Department 

Volunteer 

60 Sq. Miles 

1 

10157 

Red Creek Fire Department 

Volunteer 

105.9 Sq. Miles 

1 

10170 

West Park Volunteer Fire Department 

Volunteer 

5 Sq. Miles 

1 

10315 

Rangely Rural Fire Protection District 

Volunteer 

1,000 Sq. Miles 

1 

10325 

Rio Blanco Fire Protection District (Meeker Volunteer Fire 
& Rescue] 

Volunteer 

1,940 Sq. Miles 

1 

10515 

Del Norte Fire Department (Del Norte FPD] 

Volunteer 

374 sq. miles 

2 

10530 

Monte Vista Fire Protection District 

Volunteer 

196 Sq. Miles 

1 

10540 

South Fork Fire Protection District 

Volunteer 

363 Sq. Miles 

1 

10745 

Yampa Fire Protection District 

Volunteer 

388 Sq. Miles 

2 
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Volunteer Fire Departments 


FDID # 

Fire Agency Name 

Dept Type 

Size of Jurisdiction 

Stations 

10915 

Center Fire Protection District 

Volunteer 

300 Sq. Miles 

1 

10920 

Crestone Fire Department (Northern Saguache County 

FPD] 

Volunteer 

1 Sq. Miles 

1 

10925 

Kundalini Fire Management 

Volunteer 

2 Sq. Miles 

1 

10930 

Moffat Fire Department 

Volunteer 

1 Sq. Miles 

1 

10960 

Villa Grove Fire Department (Northern Saguache County 
FPD] 

Volunteer 

450 Sq. Miles 

1 

10965 

Saguache Fire Department (Northern Saguache County 

FPD] 

Volunteer 

900 Sq. Miles 

1 

11130 

Silverton San Juan Volunteer Fire Department 

Volunteer 

26 Sq. Miles 

1 

11310 

Egnar-Slick Rock Fire Department 

Volunteer 

384 Sq. Miles 

2 

11320 

Norwood - Redvale Volunteer Fire Department 

Volunteer 

68 Sq. Miles 

2 

11515 

Julesburg Fire Department 

Volunteer 

22 Sq. Miles 

1 

11525 

Ovid Volunteer Fire Department 

Volunteer 

150 Sq. Miles 

1 

11535 

Sedgwick Volunteer Fire Department 

Volunteer 

217 Sq. Miles 

1 

11915 

Divide Fire Protection District 

Volunteer 

100 Sq. Miles 

2 

11925 

City of Victor Fire Dept (Victor FPD] 

volunteer 

120 Sq. Miles 

1 

11935 

Mountain Communities Volunteer Fire Protection District 

Volunteer 

99 Sq. Miles 

3 

12105 

Akron Volunteer Fire Department 

Volunteer 

742 Sq. Miles 

1 

12110 

Cope Fire Department 

Volunteer 

216 Sq. Miles 

1 

12120 

Southwest Washington County Fire Protection District 

Volunteer 

950 Sq. Miles 

2 

12125 

Otis Fire Department 

Volunteer 

509 Sq. Miles 

1 

12303 

Ault-Pierce Fire Protection District 

Volunteer 

80 Sq. Miles 

2 

12305 

Briggsdale Fire Department 

Volunteer 

450 Sq. Miles 

1 

12327 

Galeton Fire Protection District 

Volunteer 

226 Sq. Miles 

1 

12357 

Pawnee Fire Protection District 

Volunteer 

500 Sq. Miles 

1 

12363 

Nunn Fire Protection District 

Volunteer 

542 Sq. Miles 

1 

12375 

New Raymer-Stoneham Fire Protection District 

Volunteer 

1,100 Sq. Miles 

5 

12510 

Eckley Volunteer Fire Department (Yuma Rural FPD] 

Volunteer 

244 Sq. Miles 

1 

12515 

Idalia Volunteer Fire Department (Yuma County FPD] 

Volunteer 

350 Sq. Miles 

1 

12520 

Joes Volunteer Fire Department (Yuma County FPD] 

Volunteer 

100 Sq. Miles 

1 

12525 

Kirk Volunteer Fire Department (Yuma County FPD] 

Volunteer 

180 Sq. Miles 

1 

12530 

Wages Volunteer Fire Department (Yuma Rural FPD] 

Volunteer 

250 Sq. Miles 

1 

12535 

Wray Volunteer Fire Department (Yuma County FPD] 

Volunteer 

800 Sq. Miles 

1 

12550 

Yuma Volunteer Fire Department (Yuma Rural FPD] 

Volunteer 

1200 Sq. Miles 

1 

12555 

Armel Volunteer Fire Department (Yuma County FPD] 

Volunteer 

120 Sq. Mil 

1 

12560 

Vernon Volunteer Fire Department (Yuma County FPD] 

Volunteer 

30 Sq. Miles 

1 

12565 

Wauneta Volunteer Fire Department (Yuma County FPD] 

Volunteer 

180 Sq. Miles 

1 

12570 

Flale Fire & Rescue Department (Yuma County FPD] 

Volunteer 

100 Sq. Miles 

1 
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Combination Fire Departments - 

Volunteer & Career 


FDID # 

Fire Agency Name 

Dept Type 

Size of Jurisdiction 

Stations 

00160 

South Adams County Fire District 

Combination 

80 Sq. Miles 

6 

00110 

Bennett Fire Protection District 

Combination 

325 Sq. Miles 

4 

00115 

Brighton Fire Rescue District 

Combination 

150 Sq. Miles 

5 

00135 

Federal Heights Fire Department 

Combination 

1.8 Sq. Miles 

1 

00145 

Adams County Fire Protection District 

Combination 

17 Sq. Miles 

4 

00155 

Sable-Altura Fire Department 

Combination 

26 Sq. Miles 

1 

00165 

Southwest Adams County Fire Protection District 

Combination 

10 Sq. Miles 

4 

00170 

Strasburg Fire Protection District 

Combination 

272 Sq. Miles 

2 

00185 

Colorado Refining Company Fire Department 

Combination 

1 Sq. Mile 

1 

00715 

Pagosa Fire Protection District 

Combination 

300 Sq. Miles 

7 

01321 

Boulder Rural Fire Protection District 

Combination 

25 Sq. Miles 

2 

01327 

Rocky Mountain Fire District 

Combination 

65 Sq. Miles 

6 

01354 

Lafayette Fire Department 

Combination 

10 Sq. Miles 

2 

01357 

Lefthand Fire Protection District 

Combination 

52 Sq. Miles 

4 

01363 

Mountain View Fire Protection District 

Combination 

225 Sq. Miles 

7 

01366 

Louisville Fire Protection District 

Combination 

15 Sq Miles 

2 

01367 

Lyons Fire Protection District 

Combination 

76 Sq. Miles 

1 

01369 

Nederland Fire Protection District 

Combination 

56 Sq. Miles 

3 

01375 

Boulder Mountain Fire Protection Dist. 

Combination 

USq. Miles 

3 

01535 

Chaffee County Fire Protection District 

Combination 

1,015 Sq. Miles 

6 

01545 

Salida Fire Department 

Combination 

15 Sq. Miles 

1 

01550 

South Arkansas Fire Protection District 

Combination 

15 square miles 

1 

01940 

Clear Creek Fire Authority 

Combination 

365 Sq. Miles 

8 

03510 

Castle Rock Fire & Rescue Dept. 

Combination 

75 Sq. Miles 

4 

03525 

Franktown Fire Department 

Combination 

155 Sq. Miles 

4 

03530 

Jackson 105 Fire Protection District 

Combination 

150 Sq. Miles 

3 

03535 

Larkspur Fire Protection District 

Combination 

110 Sq. Miles 

3 

03570 

West Douglas County Fire Protection District 

Combination 

54 Sq. Miles 

4 

03705 

Basalt & Rural Fire Protection District 

Combination 

492 Sq. Miles 

4 

03720 

Greater Eagle Fire Protection District 

Combination 

196 Sq. Miles 

1 

03725 

Eagle River Fire Protection District 

Combination 

186 Sq. Miles 

4 

03730 

Gypsum Fire Protection District 

Combination 

185 Sq. Mile 

1 

03745 

Vail Fire and Emergency Services 

Combination 

13 Sq. Miles 

3 

03930 

Elizabeth Fire Protection District 

Combination 

111 Sq. Miles 

3 

03935 

Kiowa Fire Protection District 

Combination 

324 Sq. Miles 

2 

03940 

Big Sandy Fire Protection District 

Combination 

550 sq. miles 

1 

03950 

Rattlesnake Fire Protection District 

Combination 

66 Sq. Miles 

4 

04100 

El Paso County Wildland Crew (El Paso County SO] 

Combination 

2,200 Sq. Mile 

1 

04103 

Black Forest Fire Rescue Protection District 

Combination 

52 Sq. Miles 

2 

04115 

Cimarron Hills Fire Protection District 

Combination 

6 Sq. Miles 

2 
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04127 

Donald Wescott Fire Protection Dist. 

Combination 

16 Sq. Mile 

2 

04133 

Ellicott Fire Protection District 

Combination 

276 Sq. Miles 

4 

04142 

Falcon Fire Protection District 

Combination 

133 Sq. Miles 

4 

04148 

Fountain Fire Department #1 

Combination 

26 Sq. Miles 

3 

04151 

Green Mountain Falls/Chipita Park Fire Protection District 

Combination 

16 Sq. Miles 

2 

04155 

Tri-Lakes Monument Fire Protection District 

Combination 

55 Sq. Miles 

3 

04160 

Manitou Springs Fire Department 

Combination 

6 Sq. Miles 

1 

04172 

Security Fire Protection District 

Combination 

35 square miles 

3 

04175 

Stratmoor Hills Fire Protection District 

Combination 

4 Sq. Miles 

1 

04305 

Canon City Area Fire Protection District 

Combination 

122 Sq. Miles 

2 

04350 

Penrose Volunteer Fire Department (Florence FPD] 

Combination 

110 Sq. Miles 

1 

04370 

Royal Gorge Bridge & Park Fire Department 

Combination 

58 Sq. Miles 

1 

04505 

Carbondale & Rural Fire Protection District 

Combination 

320 Sq. Miles 

5 

04520 

Glenwood Springs Fire Department 

Combination 

72 Sq. Miles 

3 

04525 

Colorado River Fire Rescue 

Combination 

851 sq. miles 

7 

04530 

Grand Valley Fire Protection District 

Combination 

320 Sq. Miles 

3 

04535 

Colorado River Fire Rescue 

Combination 

851 Sq. Miles 

7 

04710 

Central City Fire Department 

Combination 

36 Sq. Miles 

2 

04735 

Timberline Fire Protection District 

Combination 

173 sq. miles 

8 

04910 

East Grand County Fire Protection District 

Combination 

209 Sq. Miles 

2 

04925 

Grand Lake Fire Protection District 

Combination 

105 Sq. Miles 

3 

04935 

Kremmling Fire Protection District 

Combination 

400 Sq. Miles 

2 

05135 

Gunnison - Crested Butte Regional Airport 

Combination 

5 Sq. Miles 

1 

05530 

La Veta Fire Protection District 

Combination 

210 Sq. Miles 

2 

05903 

Arvada Fire Protection District 

Combination 

42 Sq. Miles 

8 

05930 

Elk Creek Fire Protection District 

Combination 

98 Sq. Miles 

4 

05933 

Evergreen Volunteer Fire Department 

Combination 

120 Sq. Miles 

8 

05936 

Fairmount Fire Protection District 

Combination 

23.4 Sq. Miles 

3 

05939 

Genesee Fire Rescue 

Combination 

4 Sq. Miles 

1 

05942 

City of Golden Fire Department 

Combination 

9 Sq. Miles 

4 

05943 

Golden Gate Fire Protection District 

Combination 

50 Sq. Miles 

2 

05948 

Indian Hills Fire/Rescue 

Combination 

12 Sq. Miles 

1 

05970 

Foothills Fire Protection District 

Combination 

25.2 Sq. Miles 

5 

05978 

North Fork Fire Protection District 

Combination 

305 Sq. Miles 

3 

05981 

Pleasant View Fire Department (Metropolitan District FD] 

Combination 

2.5 Sq. Miles 

1 

05996 

Wheat Ridge Fire Protection District 

Combination 

9 Sq. Miles 

2 

06120 

Kiowa County Fire Department (Kiowa County Sheriffs 
Office] 

Combination 

1,790 Sq. Miles 

1 
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06515 

Leadville/Lake County Fire Rescue 

Combination 

376 Sq. Miles 

1 

06735 

Los Pinos Fire Protection District 

Combination 

325 Sq. Miles 

5 

06745 

Fort Lewis-Mesa Fire Protection District 

Combination 

331 Sq. Miles 

5 

06760 

Upper Pine River Fire Protection District 

Combination 

264 sq. miles 

6 

06770 

Durango Fire Protection District 

Combination 

325 Sq. Miles 

15 

06905 

Berthoud Fire Protection District 

Combination 

106 Sq. Miles 

2 

06925 

Estes Valley Fire Protection District 

Combination 

110 Sq. Miles 

2 

06945 

Loveland Fire & Rescue Department 

Combination 

250 Sq. Miles 

6 

06947 

Loveland Rural Fire Protection District 

Combination 

286 Sq. Miles 

6 

06960 

Poudre Fire Authority 

Combination 

235 Sq. Miles 

13 

06980 

Wellington Fire Protection District 

Combination 

288 Sq. Miles 

2 

06985 

Platte River Power Authority Fire/Rescue 

Combination 

less than 1 sq. mile 

2 

07156 

Long Canyon Volunteer Fire Department 

Combination 

2 Sq. Miles 

1 

07505 

Crook Volunteer Fire Department 

Combination 

280 Sq. Miles 

1 

07530 

Sterling Fire Department 

Combination 

600 Sq. Miles 

1 

07710 

Clifton Fire Protection District 

Combination 

15.05 Sq. Miles 

1 

07720 

De Beque Fire Protection District 

Combination 

774.81 Sq. Miles 

1 

07740 

Lower Valley Fire Protection District 

Combination 

110.29 Sq. Miles 

2 

07750 

Palisade Fire Department 

Combination 

8.27 Sq. Miles 

1 

07755 

Plateau Valley Fire Protection District 

Combination 

802.75 Sq. Miles 

3 

08310 

Cortez Fire Protection District 

Combination 

165 Sq. Miles 

3 

08375 

Ute Mountain Fire/EMS 

Combination 

1,000 sq. mile 

1 

08520 

Log Hill Mesa Fire Protection District 

Combination 

72 Sq. Miles 

2 

08525 

Montrose Fire Protection District 

Combination 

186 Sq. Miles 

3 

08530 

Nucla-Naturita Volunteer Fire Department 

Combination 

35 Sq. Miles 

3 

08920 

La Junta Rural Fire Protection District 

Combination 

365 Sq. Miles 

3 

08940 

Rocky Ford Fire Department 

Combination 

763 Sq. Miles 

1 

09305 

Northwest Fire Protection District 

Combination 

283 Sq. Miles 

2 

09315 

Hartsel Fire Protection District 

Combination 

750 Sq. Miles 

5 

09325 

Southern Park County Fire Protection District 

Combination 

242 Sq. Miles 

3 

09330 

Jefferson-Como Fire Protection District 

Combination 

525 Sq. Miles 

7 

09335 

Lake George Fire Protection District 

Combination 

250 Sq. Miles 

4 

09345 

Platte Canyon Fire Protection District 

Combination 

271 Sq. Miles 

4 

09705 

Aspen Fire Protection District 

Combination 

87 Sq. Miles 

4 
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09930 

Lamar Fire Department 

Combination 

18 Sq. Miles 

3 

09940 

Prowers County Rural Fire Department 

Combination 

1,026 Sq. Miles 

2 

10155 

Pueblo West Fire Department 

Combination 

49 Sq. Miles 

3 

10160 

Rye Fire Protection District 

Combination 

236 Sq. Miles 

2 

10705 

North Routt Fire Protection District 

Combination 

441 Sq. Miles 

2 

10725 

Oak Creek Fire Protection District 

Combination 

265 Sq. Miles 

3 

10735 

Steamboat Springs Fire Rescue 

Combination 

480 Sq. Miles 

2 

10740 

West Routt Fire Protection District 

Combination 

200 Sq. Miles 

1 

10905 

Baca Grande Fire Department 

Combination 

32 Sq. Miles 

1 

10910 

Northern Saguache County Fire Protection District 

Combination 

1,603 Sq. Miles 

5 

11330 

Telluride Fire Protection District 

Combination 

350 Sq. Miles 

3 

11710 

Copper Mountain Fire Department 

Combination 

135 Sq. Miles 

1 

11750 

Red, White & Blue Fire Protection District 

Combination 

138 Sq. Miles 

3 

11920 

Northeast Teller County Fire Protection District 

Combination 

82 Sq. Miles 

2 

11930 

Four Mile Fire Protection District 

Combination 

68 Sq. Miles 

2 

11945 

Florissant Fire Protection District 

Combination 

66 sq. miles 

3 

12312 

Eaton Fire Protection District 

Combination 

64 Sq. Miles 

1 

12318 

Evans Fire & Rescue 

Combination 

22 Sq. Miles 

2 

12321 

Fort Lupton Fire Protection District 

Combination 

88 Sq. Miles 

2 

12324 

Frederick-Firestone Fire Protection District 

Combination 

26 Sq. Miles 

3 

12339 

Hudson Fire Protection District 

Combination 

106 Sq. Miles 

3 

12342 

Front Range Fire Rescue Authority 

Combination 

72 Sq. Miles 

1 

12345 

Southeast Weld Fire Protection District 

Combination 

492 Sq. Miles 

3 

12354 

La Salle Fire Protection District 

Combination 

83 Sq. Miles 

1 

12366 

Platte Valley Fire Protection District 

Combination 

220 Sq. Miles 

1 

12369 

Platteville/Gilcrest Fire Protection District 

Combination 

144 Sq. Miles 

2 

12381 

Windsor-Severance Fire Protection District 

Combination 

110 Sq. Miles 

3 
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